The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



August 4, 2011 


To: ADA Craig lannini 
From: Nicole E. Medina 
RE: Commonwealth vs. 
Dear ADA lannini, 



Enclosed you will fin^opie^^h^ollowin^ocuments that you requested regarding 
Drug 

1. Drug Analysis Laboratory Receipt. 

2. Evidence Control card with analytical results 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data. 

1 was the primary and custodial chemist for lab number ^^^^^B<ate Corbett was the 
GC/MS confirmatory chemist. Should you have any questions please do not hesitate to 
call me at 617-983-6630. 



Nicole E. Medina 
Chemist II 

Drug Analysis Laboratory 


Corbett email PRR 009479 




















Date Analyzed: 


IN VJ. 

city: Boston D.c.u. Police Dept. 


Officer: 

Def: 


Amount: 

No. Cont: 40 ^ont; pb 

Date Rec'd; 10/05/2010 
Gross Wt: 12.73 


Prelim 




No. Analyzed; ^ 

Net Weight:&^‘iji- iO U 

#Tests-,^8\^ 


lm:G::CCc,(t<g) FWingsp. 


Corbett email PRR 009481 




DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested 



GENCY 


analyst 


Evldtnce Wi 


PHYSICAL DESCRIPTION: 

s cav 

(ltjnATx\r\\ t'\c^ oQQ LOhVLo VOcJC 

\ \\Cq mti-fe/tcu 


Gross Wt (HO): ^0^ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 



PRELIMINARY TESTS 
,^0 tl e.st§ 

4 Cobalt . i 

Thiocyanate ( \ ) l .Q ^ 

M Marquis__ 

4 Froehde's__ 

^ Mecke’s_ 


IVlicrocrystaHIne Tests 
4 Gold 

Chloride _ 

4 TLTAX 1) iO/OeAd 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS pDCCxtn ^ 

date k) ' lO 


GC/MS CONFIRMATORY TEST 

results _Gxi>i£l£_ 

MS 

OPERATOR KHC. _ 

DATE !(j L \0 


Revised 7/2005 


Corbett email PRR 009482 

















Gross 

Weight 



















































Area Percent / Library Search Report 




Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM4\10 

Operator : 

KAC 

Date Acquired : 

20 Oct 2010 15:24 

Sample Name : 

BLANK 

Submitted by : 


Vial Number : 

1 

AcquisitionMeth; 

DRUGS 

Integrator : 

RTE 



Ret. Time Area Area % Ratio % 


***ISIO INTEGRATED PEAKS*** 


749721.D 


Thu Aug 04 08:30:04 2011 


Page 1 


Corbett email PRR 009484 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Inteqrator : 


Data File: 

F: \Q4--2010\SYSTEM4\10_20 10\749722 . D 
KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Abundance 


TIC: 749722.D\data,ms 


4. 

'42 

1000000 

i 



500000 

i 



0 

Tlme->_ 



2.00 2.50 3.00 3.50 4.00 4.60 

5.00 5.60 6,00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


4.742 


1215216 100.00 100.00 


749722.D 


Thu Aug 04 


08:30:08 2011 


Page 1 


Corbett email PRR 009485 









Area Percent / Library Search Report 


Inforination from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749722.D 
KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Databa 3 e\NISTO 8 .L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.74 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


82 


Average of 4.711 to 4.906 min.: 749722.D\dala.ms (-) 
182 


\bundance 

80 
60 
40 
20 
0^ 

hi/2--> 40 50 6 0 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


94 


105 


42 


61 




68 

)4W4trt+ 




122 




198 


208 222 




242 253 


272 


282 


303 

1, 


fa 


l^bundance 

80 
60 
40 
20 
0^ 


82 


#29; COCAINE 


42 


61 


68 




182 


94 


105 




122 


135 "152 166 


198 


m/z-> 


, , , r'-' “I.. '-rTTT-n-rrrrr, l M . |1#r, , , , . I-, , . , , | , , , , , rT-rr| , ,, iTTri- r | i , . i [ . . ■ i | I . I . | . ■ . . | ^ 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


214 


244 259 

T1 lyr v i Tj I 


272 


303 


749722.D 


Thu Aug 04 08:30:08 2011 


Page 2 


Corbett email PRR 009486 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitlonMethi 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM4\10_20_10\749725.D 
KAC 

20 Oct 2010 16:19 

BLANK 
NEW 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749725.D Thu Aug 04 08:30:20 2011 


Page 1 


Corbett email PRR 009487 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 


F:\Q4-2010\SYSTEM4\10 
KAC 

20 Oct 2010 16:33 


NEM 

26 

DRUGS- 

RTE 


20 


10\749726.D 



[ ‘ ' '"1.' .' i^' ' '7 I r- f I l-r p , . I , , . , , I , , , , , -TT'-n. 

^ime-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.970 

273540 

22.72 

29.40 

4.742 

930325 

77.28 

100.00 


749726.D 


Thu Aug 04 


08:30:24 2011 


Page 1 


Corbett email PRR 009488 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F: \Q4-2010\SYSTEM4\10__20_10\7 4 972 6 . D 
KAC 



NEM 

26 


DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L ■ Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.97 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 98 


lAbundance 

80 

60 
40 
20 
0 


73 


51 


42j 


63 

Wa- 




89 



40 60 60 70 80 90 100 110 120 130 140 ISO 160 170 180 190 200 210 220 


230 240 260 


260 270 280 


lAbundance 

I 

80 
60 
40 
20 
0‘ 


#61883: Levamisole 

i-ja 


73 


101 




A1 V 

41 i , I i 

40 50 60 70 80 


89 


121 




+vt 4 


,109 


, 530 

I 'rli l'i . ■ 


204 


157 


v 


176 

1 ■( y I'ri*!-) 


189 

v 




'1^ 


90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


749726 . D 


Thu Aug 04 


08:30:24 2011 


Page 2 


Corbett email PRR 009489 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


F:\Q4-2010\SYSTEM4\10_20_10\749726.D 
KAC 

20 Oct 2010 16:33 



26 


AcquisitionMeth: DRUGS 
Inteqrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.74 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



749726.D Thu Aug 04 08:30:24 2011 Page 3 


Corbett email PRR 009490 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Fils: 


F:\Q4-2010\SYSTEM4\10 
KAC 

20 Oct 2010 16:47 


NEW 

27 

DRUGS 

RTE 


20 


10\749727 . D 


Abundance 

TIC: 749727.OWata.ms 


4 : 

■41 

1000000 



500000 




3.969 


0 

Time-> 

1 1 


2.00 2.50 3.00 3.50 4.00 4.50 

5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 



Ret. Time 

Area 

Area % 

Ratio % 

3.969 

4.741 

492788 

1427784 

25.66 
74.34 

34.51 

100.00 


749727 . D 


Thu Aug 04 08:30:28 2011 


Page 1 


Corbett email PRR 009491 















Area Percent / liibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 


F:\Q4-2010\SYSTEM4\10 
KAC 

20 Oct 2010 16:47 


NEM 

27 

DRUGS 

RTE 


20 10\749727.D 


Search Libraries: 


C:\Databa 3 e\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 3.97 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 
Levamisole 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 


pbundance 

80 

I 60 

! 40 

20 
0 


73 


63 




61 

f .n I, 


Average of 3.937 to 4.202 min.: 749727.D\da(a.ms (-) 
148 


204 


89 



1 . 

I -'7 T'l-vi r 


281 


40 50_ 60 _70_80_ 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 



749727.D 


Thu Aug 04 


08:30:28 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM4\10_20_10\749727.D 

Operator : KAC 

Date Acquired : 16:47 

Sample Name ; 

Submitted by : NEM 

Vial Number : 27 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.74 C:\Database\SLI.L 

COCAINE 000050--36--2 99 



749727.D Thu Aug 04 08:30:28 2011 Page 3 


Corbett email PRR 009493 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4 -2010 \SYSTEM4 \10 20 _ 10 \ 749728 . D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth; DRUGS 
Integrator : RTE 


NEM 


17 : 01 


Abundance 


TIC: 749728.D\dala.ms 

600000 

4 : 

'40 

400000 



200000 




3.973 

1 


0' 

Time--> 

11 


■ry-i-i 1 1 1 , , 1 , 1 T . n 1 ' ' ' ''fi ‘ 1 1 1 1 l' 

2.00 2.60 3.00 3.60 4.00 4.50 

6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.50 



Ret. Time 

Area 

Area % 

Ratio % 

3.973 

4.740 

174557 

612456 

22.18 
77.82 

28.50 

100.00 


749728.D 


Thu Aug 04 


08:30:32 2011 


Page 1 


Corbett email PRR 009494 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM4\10_20__10\749728 . D 
KAC 

17:01 

NEM 

28 

DRUGS 

RTE 


Search Libraries 


C:\Database\SLI . L 
C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 3.97 C;\Database\NIST08.L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 98 


!^bundance 

80 
60 
40 
20 


r 


Average of 3.936 to 4.158 min.: 749728.D\data.ms (-) 
148 


73 


51 


421 


63 




101 

t 

i 


89 


81 


111 , 


121 




131 


204 


176 

157 1. 191 




261 


r-p 


T' 


pTTTXT- 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 

#61883: Levamisole 
148 


204 


r'prrrrrr- 

270 280 


m/z-> 
|‘\t)undance 

80 
60 
40 
20 
0 


73 


101 


hi/z-> 


41 

1 .1 ’l 1 ^1 . I ’ l ' 


89 


,109 




l| 157 189 

- ■j'm fi-p-t T-rq-f f'4'ry-r -r TT-|-rT 




40 SO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 


749728.D Thu Aug 04 08:30:32 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

F: \Q4-2010\SYSTEM4\10 
KAC 

20 Oct 2010 17:01 



28 

DRUGS 

RTE 


20 


10\749728 . D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


2 4,74 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



749728.D 


Thu Aug 04 08:30:33 2011 


Page 3 


Corbett email PRR 009496 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749729.D 
KAC 

20 Oct 2010 17:15 



29 

DRUGS 

RTE 



I u -r~p-,-r-T-Tr-T-.-,-r-T-T-r 

lime-> 2.00 2,50 3,00 

-!—1—|~I—:—1—1 ' J • I J J l—j—!—TT—1—j f 

3.60 4.00 4.60 6.00 

-I-T-T-J -I -1 ■ 

5.50 6,00 

"1 — I" r 'T — 1 — 1 — J — 1 — 1-F — 1 — 1 — j — 1—i—1 — :—]—i-[— F —1—f—1-1—1—! ' f.I t 1 ! 

6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.969 

264235 

21.50 

27.39 

4.741 

964693 

78.50 

100.00 


749729.D 


Thu Aug 04 08:30:36 2011 


Page 1 


Corbett email PRR 009497 










Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20 10\749729.D 
KAC 

: 15 

NEM 

29 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 


3.97 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Levamisole 006649-23-6 98 


Sundance 





Average of 3.937 to 4.117 min.; 749729.D\data.ms (-) 
148 


204 


131 i|, 


157 


176 


'■p 


189 


Tf 


281 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance^ 

80 
60 
40 
20 
0 


73 


101 


41 


51 


63 


89 


121 




109 , 


130 


hn/Z"> 



40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


749729.D 


Thu Aug 04 08:30:37 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM4\10_20_10\749729.D 
KAC 



NEM 

29 


DRUGS 

RTE 


Search Libraries 


C:\Database\SLI.L 
C:\Database\NIST08 . L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 4.74 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


f^bundance 


rn/z--> 



Average of 4.709 to 4.857 min.: 749729,D\data.ms (-) 
182 


122 


135 166 


-l‘ ffrcvfr 11 rri- i -ll 


198 


7^ 


208 222 


rjT 


244253 


272 


281 


303 

,J. 


qVf-TTj 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 



749729.D Thu Aug 04 08:30:37 2011 


Page 3 


Corbett email PRR 009499 




















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F;\Q4-2010\SYSTEM4\10 2010X749730.D 
KAC 

20 Oct 2010 17:29 

BLANK 
NEW 
1 

DRUGS 

RTE 


lAbundance TIC; 749730.D\data.ms 



|rime-> 2.00 2. S0_ 3.00 3,50 4.00 4.50 5,00 S.SO 6.00 6.50 7.00 7.50 8.00 8. 5 0 9 ,00 9,50 








Ret. Time 

Area 

Area 

% 

Ratio % 



***NO INTEGRATED PEAKS*** 


749730.D 


Thu Aug 04 08:31:54 2011 


Page 1 


Corbett email PRR 009500 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Inteqrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749743.D 
KAC 

20 Oct 2010 20:26 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749743.D 


Thu Aug 04 08:30:52 2011 


Page 1 


Corbett email PRR 009501 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data- File: 

F:\Q4-2010\SYSTEM4\10_20_10\749744.D 
KAC 

20 Oct 2010 20:39 

COCAINE STD 

44 

DRUGS 

RTE 


Abundance 

1000000 


TIC: 749744.D\data.ms 

4.742 


500000 



2.00 2.50 3.00 3.50 4.00 4.50 5.00 


r-r-T~r-i 

5.50 


"T 




6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.742 

1227214 

100.00 

100.00 


749744 . D 


Thu Aug 04 08:30:56 2011 


Page 1 


Corbett email PRR 009502 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749744.D 
KAC 

20 Oct 2010 20:39 

COCAINE STD 

44 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.74 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


bundance 


Average of 4.700 to 4.8S1 min.: 749744.DVdata.ms (-) 





Abundance 

80 
60 
40 
20 

0 


8 ^ 


#29; COCAINE 


182 


42 


61 


68 




94 


105 


122 


m/z-> 


152 166 


198 


214 


IT) T1 i-fTin 


244 259 

' 1 "Trr<-’ r|'t 


272 


303 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 MO 5o 300 ^ 


749744.D 


Thu Aug 04 08:30:56 2011 


Page 2 


Corbett email PRR 009503 
















